MMleaten BIG Buddy 

1111. IIUU1UI INDOOR SAFE PROPANE HEATER 



3 HEAT SETTINGS 4,000 9,000 18,000 BTU/HR 



Heats Up To 400 Square 
Feet For Up To 220 Hours! 

Temporary Heat Fori 

• Barns / Sheds 

• Cabins / Shelters 

• Tents / Campers / R 

• Workshops / Worksit 

• Porches / Patios / De 

• Garages / Storage 
Buiidings 

• Picnics / Tailgate 
Parties 

• Sporting Events 

• Hunting Blinds 

• Ice Fishing 
Shanties 

• Truck & Horse 
Trailers 

• Emergency Heat 




Powerful Portable Radiant & Convection 
Heat For Recreational And Commercial Use 



Provides 3-12 hours of heat from two 11b. propane cylinders and 
up to 220 hours on two 201b. cylinders with optional hose attachments. 



HOSE & PROPANE TANK NOT INCLUDED. 



Patent Numbers: 6,340,298 and 6,648,635 w/ Additional Patents Pending 



The Latest Evolution In Powerful And Portable Heat Is Here! 



BIG Buddy™ from Enerco/Mr. Heater now takes portable heat to another level - 18,000 BTU/HR 
with the capacity to heat up to 400 square feet of space for up to 220 hours (on low position). 

BIG BUDDY'S Dual-Heating System (DHS) combines radiant heat comfort 
with convection heat air flow for maximum heating efficiency 

Multi-position heat settings control comfort level. Built-in low oxygen 
shut off sensor and tip-over switch ensures indoor-safe operation. * 



I Special Features 




Blower Fan Power 
On/Off Switch 



I Specifications 



Model No. MH18 
Stock No. F274800 
4,000/9,000/18,000 BTU/HR 
Gas: Propane 

Operating Position: Vertical 
Valve Position: Pilot, Lo, Med. & Hi 
Heating Time: 

One 11b. Cylinder: 1.5 to 6 hours 
Two 11b. Cylinders: 3 to 12 hours 
Two 201b. Cylinders: 50 to 220 hours 
Overall Dimensions: 17"L X 10"WX 17 1/2"H 
Shipping Weight: 16lbs. 



Q Features Built-in Thermal 
Protection Probe 

Q Ergonomic Easy-Carry Handle 

Q Low Oxygen Shutoff Pilot Safety 
System for Indoor & Outdoor Use 



Blower Fan Power On/Off Switch 

Large Four-Position Heat 
Level Control Knob with 
Built-in Piezo Starter 

Integrated Hot Air 
Blower Venting System 

Attached Swing-Open Doors 
with Swivel-Out Mount for Easy 
Cylinder Installation 

Porcelain Coated Reflector 
for Extended Life 

Dual Ceramic Burner Tiles 
with Shock Absorbing Floating 
Insulation 

High-Temperature Coated 
Safety Wire Guard 

Non-Skid Surface Pads 
for Extra Stability 

Key Shaped Rear Mounting 
Holes For Wall Mounting 

Built-in Tip Over Shutoff Switch 

CSA Certified for Indoor 
& Outdoor Use 




Low Oxygen Shutoff Pilot 
Safety System 



Features Built-in Thermal 
Protection Probe 



Also operates with optional 
hose extensions and fuel filter 
for 20 lb. cylinder. 

• F273701 5 ft Hose Assembly 

• F273702 12 ft Hose Assembly 

• F273699 Fuel Filter 




s A/C Adapter Or 4 D-Cell 
Batteries To Power Blower Fan 



Quick-Disconnect Hose 
Connection With 2-Way Positive 
Shutoff For Extended Stay With 
Regulated RV Systems 

- uses optional RV hose 
assembly F271 802 



Hose Storage Bay 
Accommodates Up To 
12ft. Hose Assembly 



Not designed for permanent installation or for use above 7,000 feet. 

When using a 20 lb. tank, place cylinder outdoors. 

Never bring a 20 lb. cylinder indoors. 

* Adequate ventilation must be provided, see operating instructions 




MrfHeater BIG Buddy 

INDOOR SAFE PROPANE HEATER^ 



CSA Certified 



UPC Code 089301748002 www.mrheater.com Mr. Heater Inc. 4560 West 160th St. Cleveland, Ohio 44135 • 800-251-0001 

Mr. Heater reserves the right to make changes at any time, without notice or obligation in colors, specifications, accessories, materials and models. 



